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Exhibit No: HQ #3 To Contract: x 


FOIAb3b1 Date: September 18, 1958 


From: The Firewel Co,, Inc, 
so (Contractor) 


Te: Pane 
ontracting Officer) 


: ( - 
¥ 


Item Part 


_ No. No. Nomenclature Qty. Unit Price Total Price 
: Ljee 
1 | None New Second Suit for #44, conforming to the 1 “oc 5 '$56 3.86 $563.86 


>! 


os measurements set forth below which were taken in 

ge * 
fo Lesh) accordance with measurement chart of the 
a FOIADSD 1 pes Measurements of #44 were taken while 
FOIAb3b1 in underwear and by number according to chart, 
All measurements in inches, present differences 


will be noted due to individuals loss of wei ht, FOIAb3b1 
Desira date for personal fitting at ea 
FOIAb3b1 Eueieal is 10 June 1958, (One) (1) 


Delivery: As Soon As Possible 


Prices ame fair and reasonable and this 


Exhibit is hereby approved, Distr. ~~ 
Orig. & 1-Contracts 
2-Contractor Contractor warrants prices conform to the 
$ 563.86 3-Finance price formula in effect on date of this 
Exhibit, — 
FOIAb3b1 
FOIAb3b1 
sTewED: FOIAb3b1 
SIGNED ar 
pproved For Release 2000/08/16 : CIA-RDP81B0 PEAS 


